AMENDMENT NO. 3 MARCH 2015 
TO 
IS 15072 : 2002 SODIUM ALPHA OLEFIN SULPHONATE 
FOR COSMETIC, DETERGENT AND OTHER 
INDUSTRIAL USE — SPECIFICATION 


[Page 1, clause 2, IS 11601 (Part 2) : 1992] — Substitute the following for 
the existing: 


IS No. Title 


11601 : 2002 Methods of safety evaluation of synthetic detergents 
— Tests for skin irritation and sensitization potential 
of synthetic detergents 
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